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PRICE  LIST 


ARBORVITAE’S— Dwarf  Golden  Chinese 


One  to  Two  feet  high,  Balled Each,  $1.50 

Two  to  Three  feet  high,  Balled Each,  2.00 

Three  to  Four  feet  high,  Balled Each,  3.00 

Specials,  Five  feet  up,  Balled .Each,  7.50 

The  above  Arborvitae’s  are  selected  plants,  one  of  the  best  strain  on 
the  market,  globe  shape. 

Tall  Growing  Varieties 

Two  to  Three  feet  high $1.30 

Three  to  Four  feet  high 2.00 

Spirea  Van  Houtti  (Bridal  Wreath)  large  clumps 1.00 

Spirea  Anthony  Water  Crimson 1.00 

Spirea  Thunbergi,  white  1.00 

Camellia  Japonica,  Bed,  large  flowering — 12  to  15  in Each,  2.00 

Pittsporum  Tobia — 12.  to  15  in Each,  1.50 

Crape  Myrtle,  Pink,  Red  and  White — 

Two  to  Three  feet Each,  1.00 

Three  to  Four  feet.. Each,  1.25 

Boxwood,  True  Box — 12  to  15  in Each,  1.00 

Wax  Privet — 12  to  15  in Each,  1.00 

Pecan  Trees — 

Tavo  to  Three  feet  high Each,  .60 

Three  to  Four  feet  high Each,  .75 

Four  to  Five  feet  high Each,  .90 

Five  to  Six  feet  high.... Each,  1.10 

Standard  varieties. 

Japan  Walnuts,  Fine  Nuts — 

Three  to  Four  feet  high Each,  .75 

Four  to  Five  feet  high Each,  .85 

Five  to  Seven  feet  high Each,  1.00 

Privet,  Large  Plants, per  100  20.00 

Hemerocallis  Day  Lily,  Lemon  Scented, Per  Dozen,  1.00 

Canna,  Red,  White,  Orange,  Variegated Per  Dozen,  1.00 

Tuberosa  Per  Dozen,  1.00 

Gladiola,  Good  Varieties Per  Dozen,  1.00 

Roses — American  Beauty,  Duchess  Pink,  White  Soupert,  Red  Radiance 

Mad.  Lombard;  Good,  Strong  Plants Each,  1.00 

PERSIMMON  TREES— Tananasha,  Triumph,  Ormond,  Tainopan,  Okama 

Two  to  Three  feet  high Each,  .20 

Three  to  Four  feet  high... Each  .30 

Four  to  Five  feet  high Each,  .40 

Five  to  Seven  feet  high .Each.  .60 


DRAME  BROS.,  Citronelle,  Ala. 


